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A. BX 6734 

B. FILM DUPLICATION REQUIREMENTS 

C. I II in 

S A 2 DP 9 ON 

1 B i DP, 1 DN 

I C 1 DP 

I L 1 DP 


D. NONE 

E. SECRET NOPORN 

F. 30 OCT 67 

G. NONE 

TOPSECPET TOPS 312I52Z OCT 67 




T 0 PS E C RE T 
Approved For Release 2002/06/13 : CIA-RDP69B0004 


fificu? ( ; 

j ZXCLUSJD FROM AllTO* 1 
tJAtic cowficnADiHa i 
\ AMS BKCI A&3INCATIOH I 


J12-8 


REPRODUCTION BY OTHER THAN THE ISSUING OFFICE IS PROHIBITED, copy no 4 







B. FILM EVALUATION REPORT 

C. TYPE I/E Z3203.5 

D a FULTBON 202/MX578/1 MIN 4 &:C/7F DEGREES F 

E. 2.5 0/2.68 

F. 34 04/2 159-2 76-5 -4-7/0 NA 

G. (!) GOOD 

(2) NORMAL 

(3) MEDIUM 

(4) GOOD 

(5) OPERATIONAL 

(6) NORMAL 

<7> OVERALL CLOUD COVE RAGF.C T1 40 PERCENT T2 65 PEPCENT 

H. 0,N . DISPOSITION TO E .K. 

3 DUPE PCS TO NATIONAL CUSTOMERS 
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6 DUPE POS AND ? DUPE NEGS TO THEATER CUSTOMERS • 
x* NORMAL START-UP FOR INITIAL 28 FRAMES AND SHUT-DOWN FOR LAST 
10 FRAMES. DATA CHAMBERS SLANTED APPROXIMATELY 3 DEGREES TO THE 
LEFT OF PERPENDICULAR . DATA CHAMBER ENTERED IMAGERY IN FRAMES 
13 ? 277, 660 1 327. MINUS DENSITY LINES IN ALL AFT FRAMES, 1/2" 

FROM LEADING EDGE AND 1 3/4” FROM LEADING EDGE. MINUS DENSITY 
LINE 1 1/4" FROM THE TRAILING EDGE OF FORWARD FRAME AND INTER- 
MITTENT THP0U6W0UT MISSION. DATA CHAMBER OUT OF FOCUS IN FRAME 
49, 48 , 529 , 526, 659, 660. LOSS OF TIMING MARKS 
OCCURRED ON TPAILEN6 EDGE OF FRAMES 106, 104 , 4 75 TO 5llj AND ON 
THE LEADING EDGE OF FRAMES 254, AND 256. RECYCLING OCCUPPED IN 
FRAMES 41 ? TO 498. MINOR HA NDL INGEM UL SION SCRATCHES THROUGHOUT 
MISSION. ONE EMULSION SCFATCH IN FRAMES 1 TO 75. WAS 3 1/2” 

FROM LEADING EDGE. HANDLING SCRATCHES ACCOMPANYING SPLICES IN 
FFAME 132, 183, 382, 383, 772, 773. SMALL EMULSION BREAK IN FRAME 
37, 3 1/8” FROM LEADING EDGE AND MIDWAY INTO FRAME. IN FRAME 
76 A SMALL EMULSION BREAK 1 1/2" FROM LEADING EDGE, 1" FPOM EDGE 
OPPOSITE DATA CHAMBER AND AGAIN, A SMALL BREAK 4" FPOM LEADING EDGE, 
4 1/2" FROM EDGE OPPOSITE DATA CHAMBER. 
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